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TABLE 1-6*  Research Octane Number (RON) for Several Alkyl Benzenes"

Compound____________                                                                         RON____

Benzene                                                                                                     108

Toluene                                                                                                     112

Ethylbenzene                                                                                           113

p-Xylene                                                                                                   114

_m-Xylene                                                                                                   114

cr-Xylene                                                                                                   100

Typical C9,inix                                                                                      103

From Brownstein, 1976,